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No.3. ¥, of Richmond, Ind.—Improvement in the Mode of Measuring 
land Sucking Giait.—Patent dated Sepia iber 3, 1861.—This invention consists in the com- 
| bination of an ¢eyator, a horizontal serew conveyer, and grain receiver, which latter is pro- 
| vided with a horizontal slide, and ut its lower end is placed a valve, so that when the giain 
-reaches a point Genoling a certain measure aboye the slide, the Jatter is closed and ihe valve 
opened. At cach discharge of the gram from the receiver a pawl of a lever is made to move 
uy et of onc tooth, which serves as an indicator or register, denoting the number of dis- 
charges of cettrin measures trom the receiver, 

Clain.—Vhe combmation of the elevator J, the serew-conyeyer H, and grain-receiver K, 
the latter being provided with the slide L and valye M’, which valve is connected though 
t!c medium of a lever O and pawl P with a ratchet or register Q, all arranged for joint ope- 
ration as and for the purpose set forth. 

Also, the supplemental box EB, conneeted to the box B by joints or hinges b, and arranged 
as shown to ad ait, when not required for use, of being folded down underneath the box B. 
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